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2« tke generaO. admlnlstratiozi in the Seneraldirektion comprises about 1,000 per- 
sons* Beside the usual sections, such as labor. Organisation, Cadre, etc*, 
there are the following administrative groups s 


a* First Jbdministrations Oausstrasse (town hall - Rathaus ) Karl^toxx-3tadt^ 
Siegnar* this is the geological administration, staffed chiefly by Soviets 
and by only a small number of terman geologists* the total complement is 
about 50* the First Idminlstration site has a three««eter high wooden slat 
fenee closing it off eoq;>letely from its surroundings* Members of the staff 
of the ieneral Administration are forbidden access to the site* 


b. 


the Second idministratlon prepares investment planning* this Administration 
is also under Soviet direetf o:^* It is also situated on iausstraeaa and 
ploys about 50 persons* , 50X1 -H UM 
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•• fhe Third idioiniatration is located on JagdaehSnkenstraesep KarL-Meonc- 
Stadt W 30 (former adminietratlon building of the Auto-lfcdon)^ It ie 
directed by Sorriete and a Qerraan director ^ DIpI ^ feg. lohvasaer (fha)« 

d« The fburth Administration is responsible for material supply is 
located on Zviclcauerstrasse in Karl-liBrx<-Stadt-Slegnar<> Its chief is 
a eartaln Purruckor (fhu)<» 

3« Oblekte imd 

The SD A Q Wismut comprises the following Objektes 

a» Obiekt Shaft A dm i n istration 235 in Anthonsthalo It employs 3^000 per- 
sons and mines one shafts Prior to 1956 p it adboinistered the exploita- 
tion of 13 shaftStt The Obiekt chief is Sepp cArtlerp member of the 
SBD and a miner by tradOo 

h. flbjfjgt 6, Zobes near JPlauen^ Vogtland. The Objekt exploits three shafts 
and has 4#000 workers* Its chief is Weiss (fhujp SED* 

e* SSllsSek 9, luop Obersehlema and Hiadersdhlema« This is SDAO Wismut ’s 
largest 8 or 9 shafts and ncjfljojB 25j)000 persoaso the 

ohief is Seemann {twa)p SKD. 

Jim Up vith headquarters la Oborschlemap is concerned with eoastmc- 

tlon of dwelllngSp recreational and welfare faollitlesi, digging of new 
shafts, and all capital inrestaent construction of SDAQ Wismut, as well 
as with the execution of all construction in the area of Saxony* It 
employs 35,500 persons* 

Pm CTidekt 17, Seelingstfidt, is a construction enterprise for the fhuarimgien 
»eai^ It cmployB 2,5W persons and has recently coi^eted the eonstruo- 
tioa of the Seellngstldt or©«^shing plant* Obiekt 17 is assuming more 
importance since new ore deposits are ecrpected to be exploited in the 
Thuriaglan area* 

' 31, lengenfeld, Vogtland, processes ore (Srzaufbereituag) 

esqaoys 3,000 persons* The chief is Dr* Scherwehk (fan), SBD* 

g* 34, Zwiokau-Cainsdorf, is a machine construction factory for the 

development, design, and series production of mining machlnaryo It 
employB 1,500 persons* 

h* ^jek^ OrRna, is a chemical laboratory in the buildings of the 
^«3rtilwerk Apel* It is directed by Soviets and employs about 
1,000 persons* The Obiekt carries out chemical analysis* 

im 37, KarlOiarx-Stadt-Siagmar, is a vehicle repair jOamt and 

pu.^ 1,000 persons* Its chief is Schindler (ftoa), member of the SSD 
and by trade a mechanic* 
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90, Gera, the second-largeat of SDAQ Vianat, engages in ore-> 
aining and Operates Shaft Conhdne Sehnlrchaa, the two Xdchtenherg 
shafts, the open nine operations at Cohidtssehf-S&l and Coladtiseh- 
1^. It empl<qrB 20,000 persons. Its chief is the Soviet lhtT». 
shenko (fhu). 

k, 96 processes ore (iksanfbereltmig) and encon^iasses the former 

95 in ftvital and 96 in Sresden-Glttersee. It employs 3,000 
- 4*000 workers and its chief is iSnig (fhu), a member of the SED. 


1 . 


101, Qrossen, processes ore (Sriaufbereltnng) and employs 
3,000 persons. Its chief is Bachnann (fnu), a member of the SED. 


4. Board of Direetca »e and labor 

jforma^ 1*e bo^ of directors consists of two Soviets and two Germans, 
frcm late 1957 to ald-1958, however, there were no Germans on the board 
mld-1958, the sole German rep:>osentative is 
QMeh5ta, £^er Minister of Mining and Metalltirgy and now a mamlw of^ 
naming Cammission, Bookkeeping, planning and iroducUon is 
kept exclusively in Soviet hands. 

*“ '?ai«000..000 PW E. Between 1954 and 
wly 1958PBD4Q tfd^t discharged approixSnate3ylO,000 workers because 
certain ore deposits were codiauatad. 

^ their regular wages, the workers receive a so-called t-a m- 
Wismut suf^ament. Ihis amounts to 4i05{ f or underground work and 
™ nl^. Vm payment of this si^idement is not based 

service. The yearly bonus, however, is scaled to the 
lengtli of serriee as foUowss 

a* Che-year sarvlees 

workers ^ auxiliaries - 1.5% of gross yearly earnings. 
VromcUoB. workars and englneer-teohnioal workars in open pit 
- o% of gross yearly aamingso ^ 

c^eer technical employees in underground 
work - 10^ of gross yearly earnings » 

b* fwp years serrices 

^ auxiHary workers - 6% of gross yearly earnings, 
ft^uction workers and engineer-technical employees in open ^ 
aa nin g of gross yearly earaingSo 

engineer-technical maployees in undergronnd 
mining - 17.5% of gross yearly earnings. 

Om Three years services 

^ auxiliary workers - 7% of gross yearly earnings. 

2^ •n^eer-technical employees in^opeTplt 

oining - 10% of gross yearly eamingSo 
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